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[57] ABSTRACT 

A nicotine dispensing aerosol device has nicotine and 
propellant storage containers connected to atomization 
nozzle from which a nicotine-aerosol spray can flow. A 
conical aerosol confining chamber extends from the 
nozzle, the cross-section of the chamber enlarging away 
from the nozzle. Large aerosol particles are removed by 
impaction on the upstream face of an impaction mem¬ 
ber, which member is located in the wider, outlet region 
of the aerosol confining chamber. A series of baffles are 
provided downstream of the impaction member, which 
baffles serve to produce a long, sinuous path for aerosol 
flow. The duration of the passage of the aerosol from 
the nozzle to the user is thereby increased, allowing 
more evaporation of the particulate phase of the aero¬ 
sol The device is, therefore, operable to dispense nico¬ 
tine in an aerosol of a constitution which approximates 
that of tobacco smoke. 
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